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BATHROOM CABINETS, 
MIRRORS, ACCESSORIES 




Miami pioneers the modern bathroom cabine 




Illustration "A" 
The wood cabinet 
oF 23 years ago. 



^ / fac 



Illustration "B" 
All-steel bathroom 
cabinet, popular in 
1923. 




Illustration "C" 
Miami's first lighted 
cabinet, introduced 
in 1925. 




KYI Y- 1 I IHKK years ago, The Miami Cycle and Manufacturing Company, manu- 
, faeturers of the famous Raeycles, Bicycles and Flying Merkle Motorcycles, introduced 
V— ^ MIAMI steel bathroom cabinets to the architectural and building fraternity. 
When Miami entered the bathroom cabinet field, approximately 90 per cent of the cabinets then 
sold lacked eye appeal (see illustration "A"), were not fireproof and were subject to warping and 
decay. 

In 1923, The Miami Cabinet Company was organized to take over the bathroom cabinet busi- 
ness of The Miami Cycle and Manufacturing Company. Steel bathroom cabinets of this period 
all resembled illustration "B". Although they showed little improvement in appearance over the 
early wood cabinets, the doors did not stick and they were sanitary and long lasting. 

In January, 1925, MIAMI designers introduced the first electrically equipped hotel cabinet. 
Later on, in the same year, they presented bathroom cabinets fitted with light fixtures for the home 
(see illustrations "G" and "D"). 

Other improvements introduced by MIAMI were the Panel Venetian type of cabinet; the 
mirror clips that replaced the old, ugly rosettes; the chromium plated razor blade drop; "Crystal 
Snow,'* the finish that tvill not retain a stain; and Alumilited Aluminum Cabinets (illustration "F"). 

In 1933, The Philip Carey Manufacturing Company, an institution of international scope, 
purchased The Miami Cabinet Company, and thus linked together two famous trade names, 
Miami and Carey. 

Since 1933, Miami-Carey progress has been rapid, because Miami ideas have been in line with 
the world-wide modernization of the bathroom. Each year, Miami has introduced innovations in 
convenience and beauty that have set the pace for the industry. The fluorescent lighted cabine 
(illustration "E"), with convenience plug for electric razor, etc., incorporates the very latest 
improvement in lighting efficiency with beauty and convenience of cabinet design. The Imperial 
model (illustration "G"), distinguished by the artistic and skillful harmonizing of chrome and 
glass, is, in the words of a famous architect, "America's premier cabinet." Other distinctive models 
offered only by MIAMI are the Master Ensemble, Powder Puff and Stainless Steel models, illus- 
trated and described in the pages of this catalog. 

MIAMI has not only led the industry by pioneering distinctive and useful models, but each 
year has introduced improved manufacturing facilities, so that, today, the modest cottage may 
be equipped with a modern steel bathroom cabinet, fitted with electric lights and electric con- 
venience plug, wired complete at the factory, at a lower cost than that of a much inferior cabinet 
of twenty-four years ago. 
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(Left) Illustration "D" 
Electrically lighted cabi- 
net for the home — also 
introduced by Miami in 
1925. 



Illustration "E" 
Miami's new fluorescent lighted cabinet. 
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Illustration "F" 
In 1941, Miami introduced the first all- 
aluminum bathroom cabinet — withdrawn 
now for the duration of the emergency. 



Copyright 1941, Miami Cabinet Division, The Philip Carey Mfg. G©, 




Illustration "G M 
THE IMPERIAL 
One of Miami's latest chrome 
trimmed, indirect lighted, bath- 
room cabinets. 



GLORIFYING THE AMERICAN BATHROOM 

I MIAMI 

CABINETS -ENSEMBLES 

ALL models and units illustrated on catalog pages 4 to 13, 
inclusive, are Miami ensembles, cabinets or individual 
units. These models are representative of the finest in cabinet 
design and construction. Only the best materials obtainable are 
used in the manufacture of the Miami Line. 

MIRRORS 

All mirrors are "A" quality genuine plate glass. No finer 
mirrors can be purchased. All mirrors are ' Electrolytic" copper 
backed, guaranteed for five years against silver spoilage. 

BRASS 

All brass used for mirror frames, hinges and other parts is 
specially rolled to our specifications so as to insure a first- 
qualitv chromium finish. 

PLATING 

Chrome plating is in strict accordance with the best specifica- 
tions for this type of plating so as to insure an everlasting and 
lustrous finish. 

HINGES 

All door hinges, except the hinge on the Duchess and Moderne, 
are piano type, brass, chromium plated. The Duchess and 
Moderne hinge is of a special type. 

STEEL AND CONSTRUCTION 

The steel used in the Miami Line is ARMGO prime sheets, 
18-gauge, specially prepared for enameling. 

The bodies of all cabinets in the Miami Line are formed from 
one piece of steel so as to make a one-piece body. No open seams 
or joints to rust or gather dirt. 

All door strikes are stainless steel; bullet door catches are 
brass, chromium plated. Door stops are the bar type, brass, 
chromium plated. 

Shelf supports in the Miami Line are stainless steel. The "U" 
type bracket prevents the shelf from being upset. The two 
bottom shelf brackets are arranged to accommodate six tooth- 
brushes. 

FINISH 

A cabinet is no better than its finish. The finish used on all 
models except Stainless Steel Models in the Miami Line is 
Crystal Snow, a non-porous finish of a pyroxylin nature applied 
by a special process. It is guaranteed not to discolor with age, 
crack, craze or peel. The original lustre will remain indefinitely 
in spite of frequent cleaning to remove stains, a fact which 
earned for Crystal Snow the title 4 The finish that won't retain 
a stain." 
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This Ensemble also 
shown on front cover 



THE MASTER'S ENSEMBLE 



On the threshold of a new decade, MIAMI-CAREY 
looks with pardonable pride upon the past ten years of 
accomplishment. During this period we pioneered each 
year in the design improvement of bathroom cabinets 
and ensembles for the modern home — having intro- 
duced to the architectural profession and building 
trades, cabinets that were new in design, unique in 
completeness and beautiful in appearance. 

Entering this new decade, we present, in the MIAMI - 
CAREY manner, the Master's Ensemble, illustrated 
above. Designed for the bathroom of the master, the 
unit is not merely a bathroom cabinet, but rather a 
complete ensemble combining into one unit perfect 
lighting, an abundance of storage space for toilet 
articles, the utility of a recessed shelf, advantage of a 
permanently affixed -to-the-wall center mirror that 
does not require opening or closing to gain access to the 
toilet articles. 

DETAILS OF THE MASTER'S ENSEMBLE 

The center piece of the ensemble is a beautiful 
chromium framed mirror, permanently attached to the 
wall with concealed hanging brackets. There is no 
cabinet behind the mirror. 

The unit below the center mirror is a chromium 
framed, mirror-lined, recess shelf — conveniently lo- 
cated and serving as a safe repository for the razor, the 
shaving brush, the cream, lotion and other toilet 
articles in use at the moment. 

Located on both sides of the center mirror are indi- 
vidual cabinets finished inside in Miami Crystal Snow 
white finish. Three glass shelves are furnished with each 
of these cabinets. The storage space in these two cabi- 
nets is equal to that in the majority of the largest 
individual bathroom cabinets manufactured. 

If two people are using the master bathroom, this 
two-cabinet arrangement is ideal — a cabinet for the 
toilet articles of each individual. 



FLUORESCENT LIGHT BRACKETS 

The lights are the new fluorescent fixtures — the new 
amazing "daylight" light. The design of these light 
fixtures is in keeping with the graceful, curved corners 
of the center mirror and the doors of the two side cabi- 
nets. The fixtures are wired at the factory and are com- 
plete with bulbs. 

CONSTRUCTION DETAILS 

The center mirror and the mirror doors of the two side cabi- 
nets are set in brass, chromium plated frames; one-piece construc- 
tion with no open seams at the corners. The single joint in these 
frames is covered with an artistically designed chromium plated 
mirror clip. 

The frame around the recessed shelf underneath the center 
mirror is brass, chromium plated. 

The fluorescent light fixtures are all chromium plated. 

All mirrors are "A" quality plate glass, electrolytically copper 
bached; guaranteed for five years against silver spoilage. 

See detail at bottom of page for installation instruction. 
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MIAMI IMPERIAL CABINET 



Here is an exclusive, distinctive, DeLuxe Model for 
those of discriminating taste — the very finest cabinet 
that money can buy. The Imperial is distinguished by 
the skillful harmonizing of Chrome and Glass. The 
frame around the entire cabinet is brass, chromium 
plated. Spacious side cabinets, one on each side of the 
large recessed mirror, have chromium framed mirror 




doors swung on brass, chromium plated piano-type 
hinges. Cabinets are finished inside in white Crystal 
Snoiv and are equipped with three glass shelves, s lain- 
less steel shelf supports and toothbrush holders. Under 
the center mirror is a white opal shelf. 

The inside walls projecting outward from the center 
mirror are faced with mirrors that match the large 
center mirror. 

The lighting arrangement is indirect. Two light bulbs 
concealed behind the opal glass panel at top of the 
center mirror provide perfect reflected light for shaving 
or dressing the hair. If fifty-watt or larger bulbs are 
used, the light is sufficient to provide adequate illumina- 
tion for the average bathroom, only cabinet of its type 
to provide sufficient light. All wiring is completed at 
the factory. 

The rose (flesh) colored mirrors may be had if re- 
quired. 

SPECIFICATIONS 

Overall size 32"x32^" 

Wall opening. . i\W&lM'&H' 

Depth, front to back . . A%" 

[See page 3 for additional specifications] 



nF I J AIPUR t A / u,,r* C«**MtuM FRAti£ 



THE PHILIP CAREY MANUFACTURING COMPANY 




/ — w I ^ 

SPECIFICATIONS 

Overall size 29^ ff x29^ r 

Wall opening 27 % " x28 

Depth, front to back 4J^* 

Return flange * 

When ordering, please specify COLOR in which cabinet 
is to be finished. 

[See page 3 for additional specifications] 




The OXFORD 

The Oxford, a smaller and less expensive edition 
of the Imperial, is modern, complete, different and 
distinctive. It is designed for the medium and 
smaller sized bathrooms not large enough to 
accommodate the Imperial. 

Color makes the bathroom of today attractive 
and alluring. The Oxford, finished in color to 
match tile, bathroom fixtures or the color scheme 
of the room, is the last word in modern planning. 
The Oxford can be finished in any color desired 
at a slight additional cost. See price list for cost in 
special colors. 



A7//7A7/ OXFORD Mff?/?0/?"" 0 C/93/NEr COtfg/N/ir/Ort 



DETAILS OF CONSTRUCTION 

Storage cabinets are located on each side of the 
mirror. The door frame of the storage cabinets is 
brass, chromium plated. The shelves, three on each 
side of the cabinet, are plate glass. The center mir- 
ror is recessed four inches back from the front of 
the cabinet. There is a white opal shelf at the 
bottom of the center mirror, a convenient place 
for toilet articles. 

The frame around the entire unit is Armco prime 
stock steel regularly finished in white Crystal Snow. 

The light brackets, concealed behind the white 
opal glass panel at the top center of the cabinet, 
are arranged so as to reflect light onto the center 
mirror and thus provide illumination for making 
the toilet. 

Light is also reflected out into the room through 
the front light panel, providing sufficient illumi- 
nation for the average bathroom. Regular type 
bulbs up to 75 watts may be used. We do not 
furnish the bulbs. 

All wiring is completed at the factory. 
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The DUCHESS 

The Duchess is a spacious cabinet concealed behind a 
beautiful circular mirror set in a chromium plated frame of 
brass, styled to match today's modern bathroom fixtures and 
accessories. 

The ingenious hinge, on which the door is swung, permits 
the door to be pulled outward over the lavatory so that when 
opened the mirror is only a few inches from the face of the 
individual — an ideal arrangement for shaving or dressing 
the hair. 



The MODERNE 




The Moderne 
is similar to the 
Duchess except 
that there is no 
frame around the 
mirror. The mir- 
ror has a beauti- 
ful beveled edge 
and is attached 
to the solid steel 
door with stainless steel mirror clips. 

When installed in the wall, the Duchess and the Moderne 
look like beautiful circular mirrors hung on the wall. 

Two plate glass shelves, adjustable to three positions, are 
furnished with each model. The razor blade drop in the back 
wall of the cabinet is brass, chromium plated. 

Both of the above models are protected by U. S. Patent 
No. 2130556. 

SPECIFICATIONS — THE DUCHESS and MODERNE 

Mirror size 26 * circle 

Wall opening 16H*xl6H*x4K" 

The POMPADOUR 

CIRCULAR MIRROR and RECESSED SHELF 

The Pompadour, an ideal unit for the guest bathroom, the 
downstairs lavatory or the dressing room, consists of a 26- 
inch circular mirror and glass lined recess shelf. There is no 
cabinet behind the circular mirror. Steel back on which the 
mirror is mounted is fitted for concealed hanging on the wall. 

The frame around the lower recessed shelf is brass, chro- 
mium plated. The shelf itself is lined with mirrors. The colors 
available are blue, green, gun metal, rose (flesh) or regular 
silver. By using suitable colors in the lower shelf, beautiful 
effects can be worked out that will harmonize with bathroom 
color schemes. 

The circular mirror is usually finished in regular silver. 
The new rose (flesh) color mirror is available at slight addi- 
tional cost. 

SPECIFICATIONS FOR LOWER SHELF 

Wall opening 23«"x7J6*x4«' 

When ordering, please specify color desired for recessed shelf 
— blue, green, gun metal, rose (flesh) or regular silver. 

[See page 3 for additional specifications] 





The Pompadour 



THE PHILIP CAREY MANUFACTURING COMPANY 




SPECIFICATIONS 

Overall size 35 *x41^* 

Wall opening M%*x40H'xW 

Depth, front to back 4%" 

This unit is not fitted with a return flange. 
When set in the wall, the front flange sets flush 
against the finished wall line. 

[See page 3 for additional specifications] 



THE POWDER PUFF 

Dressing Room Mirror 



In the home of today, the Powder Room is almost as essen- 
tial as was the bathroom in the house of the late nineties. 

The custom-built Powder Puff unit, as illustrated, adds 
the final touch to the modern powder or dressing room. 
Architects, contractors and home owners have indorsed the 
Powder Puff as the most complete and distinctive dressing 
room unit yet offered to the public. 

DETAILS OF CONSTRUCTION 

The outside frame is brass, finished in lustrous chromium 
plate. The large center mirror is the new alluring rose (flesh) 
color. Regular silver mirrors may be had if desired. 

The small mirrors on either side of the large center mirror 
are optional as to color — either rose (flesh), gun metal, blue, 
green or regular silver. The recessed lower shelf may also be 
had in the same colors as the small side mirrors or in regular 
silver. 

The light brackets are concealed behind the two small side 
mirrors and are so located that the light is reflected onto the 
large center mirror through ground glass panels. Four 18-inch, 
60-watt Lumiline bulbs, two on each side of the center mir- 
ror, provide perfect illumination. These four bulbs will be 
furnished when ordered. See price list for extra cost. 

All wiring is completed at the factory. 

When ordering, please specify color of mirrors desired. 





8 
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MIAMI Towel Supply 
and Utility Cabinet 

The location of the bathroom cabinet, above the lava- 

f 

tory, makes it impractical to install a long and large 
cabinet in this position, because the articles stored on 
the top shelves of the cabinet would be out of reach of 
the average individual. 

Extra storage space is a necessity in many bath- 
rooms. The cabinets illustrated on this page not only 
provide this extra space, but the large mirror, sixty 
inches in height, serves as a full length bathroom mir- 
ror, a feature appreciated by every woman building or 
remodeling a home. 



CABINETS No. 510-A, 510-B 

These two cabinets are designed for the luxurious 
bathroom. The beautiful mirror is set in a large chro- 
mium plated frame. The heavy air-cushioned door is 
swung on brass, chromium plated piano hinges. 

No. 510-A is eight inches deep. No. 510-B is six 
inches deep. Five plate glass shelves are furnished with 
each cabinet, providing an abundance of shelf space for 
the storage of towels, other bathroom linen, extra toilet 
accessories and bathroom supplies. 

SPECIFICATIONS 





510-A 


510-B 


Wall opening 


2<Tx60* 
17%"x57M"x8" 


2Q"x60* 
17^"x57%"x6" 
20^"x60^"x6^" 




No. 510-A, 510-B 



[See page 3 for additional specifications] 
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ALL STAINLESS STEEL 

New Beauty 



For a number of years, we have been testing bathroom cabinets 
made throughout of stainless steel. Out of this research, we have 
developed a product which we are confident will uphold the 
MIAMI-CAREY reputation and good name, long established . . . 
a new line of deluxe models reflecting the brilliance of this polished 
steel and possessing rustless and longer wearing qualities. 

FOR SEACOAST AREAS 

These cabinets should have a special appeal to those residing in 
seacoast regions where corrosive salt air affects ordinary metals. 
Armco stainless steel is a solid, rustless metal without coating or 
other finish to wear off. Its smooth surface is easy to keep clean 
and sanitary. Spillage of medicines and other items usually kept 
in the bathroom, when promptly wiped off, cannot injure this 
durable metal. 

IMPORTANT DETAILED INFORMATION 

FRAMED MODELS 

Cabinets illustrated on this page have mirrors framed with 
stainless steel frames. These highly polished frames are a perfect 
match for chromium plated bathroom fixtures. The frame is made 
in one piece with the single joint covered by an artistically designed 
mirror clip. 

The Venetian-top cabinet illustrated at the upper left hand 
corner of this page is available in two sizes as specified below. 

The rectangular or square-top mirror cabinet, as illustrated in 
the lower left-hand corner, is likewise available in two sizes as 
specified below. 

The mitered line mirror, as illustrated, is regular equipment. A 
plain mirror, without mitered line or other decoration, is available 
if required. 

REGULAR EQUIPMENT 

... for these stainless steel cabinets consists of four plate glass 
shelves (three for brackets and one for bottom of the cabinet), 
two toothbrush racks and a used razor blade drop. 

ONE-PIECE BODY 

All cabinets illustrated on these two pages are made of one-piece 
stainless steel; all corners reinforced with heavy gauge stainless 
steel angles; shelf supports and door strike likewise of stainless 
steel. 

The door hinge and razor blade drop are of brass, chromium 
plated. 

SPECIFICATIONS 



Number 


Mirror 


Wall Opening 


Overall 


Return Flange 


3000 
3050 
3100 
3150 


16*x2V 
20"x32* 
16"x22* 
20*x28* 


17% ff x25K'x4^ 
13J£*xl9Ji'x4J*' 

\iy± w x2W±^V* 


16M"x24J4" 
20J4 ff x32^ 

16J4"x22i<r 

20^"x28^' 


is" 

A" 

A" 

ft' 
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BATHROOM CABINETS 

Longer Wear 



Bodies and all metal parts are made of Armco stainless steel. 
Yet, with all of their fine quality, these cabinets are not beyond 
the reach of most pocketbooks. Although the initial cost may be 
somewhat higher than the familiar steel cabinets, assured longer 
life and added beauty make them a good investment, 

LASTING BEAUTY 

The exceptional beauty of these new stainless steel models adds 
a new decorative effect to modern bathrooms. The soft, satiny 
finish of the body section, together with the highly polished mirror 
frame of the same metal on the framed models, page 10, provides 
a contrast that will never lose its attractiveness. 

OF ALL STAINLESS STEEL CABINETS 

ALL-MIRROR FRONT MODELS 

The cabinets illustrated on this page are known as all-mirror 
front models, with no knob, hinges or ugly screw holes to mar the 
face of the mirror. 

The beautiful, bevel-edged mirror covers the entire cabinet, so 
that when the cabinet is set in place, the appearance is that of a 
mirror hung on the face of the wall. The mitered line mirrors 
illustrated are regular equipment. Plain bevel edge mirrors are 
available. 

The arched or Venetian-top cabinet, illustrated at top right 
hand corner of this page, is suggested for the bathroom where 
arches or curves are used. 

The rectangular or square topped cabinet, illustrated at lower 
right hand corner of this page, is suggested for the bathroom where 
straight lines are used rather than curves or arches. 

Both the arched-top model and the rectangular-top model are 
available in two sizes specified below. 

REGULAR EQUIPMENT 

... for these models consists of four plate glass shelves (three for 
the brackets and one for bottom of the cabinet), two toothbrush 
racks and a used razor blade drop. 

Specify and insist on Miami cabinet of Stainless Steel — 
"The Everlasting Cabinet." 



SPECIFICATIONS 



Number 


Mirror 


Wall Opening 


Overall 


Return Flange 


3200 
3250 
3300 
3350 


16*x24* 
20"x32" 
16"x22" 
20*x28' 


13Ji*xl9Ji'x4J*" 
17%"x25%"xW 
13%*xl9M"x4^" 


I6"x2* ¥ 
20*x32" 
16*x22" 
20"x28" 


if" 

A" 
A" 
A' 




MIAMI CABIN ETS 

with Chromium Framed Mirrors 

VENETIAN TYPE 




Nos. 1000, 1050, 1075 




Nos. 1100, 1150, 1175 



SPECIFICATIONS 



The deep brilliant lustre of chromium adds attractiveness 
to the modern bathroom, so that today we find almost all 
the bathroom fittings and accessories finished in chromium 
plate. 

To keep pace with the trend of bathroom design and 
decoration, our craftsmen designed the Chrome Framed 
cabinets illustrated on this page. They are beautiful cabinets 
with no knob, hardware or portion of the body visible. The 
one-piece mirror frames are brass with the chromium applied 
over nickel. 

The one-piece frame used on all cabinets illustrated on 
this page eliminates the necessity of ugly corner clips com- 
monly used to cover open joints. The cabinet body and door 
back are finished in the famous Miami Crystal Snow, noted 
for its durability. 

The heavy chromium plated piano hinges are capable of 
carrying many times the weight of the door — yet they are 
neat in appearance and are not visible when the door is 
closed. 

SPECIFICATIONS 



Number 


1000 


1050 


1075 


Mirror 

Wall opening 

Overall 

Return flange 


16 ff x26 ff 

16M*x26M" 
None 


18"x28 ff 
15M*x21M"x43^" 
18M"x28i4* 

None 


20"x32" 

20M"x32M* 
None 


Four plate glass shelves, two toothbrush racks, razor blade drop. 



Number 


1100 


1150 


1175 


Mirror 

Wall opening. . 

Overall 

Return flange . 


16**22* 

16M*x22^* 
None 


18 r x24* 
15M*x21^"x4H' 

None 


20 ff x28" 
17M*x25%"x4H" 
20J4"x28^" 
None 


Four plate glass shelves, two toothbrush racks, razor blade drop. 



[See page 3 for additional specifications] 



MASTER MODEL 

The cabinets illustrated at the left have the same speci- 
fications as the Venetian style illustrated above. These 
models are suggested for the bathroom where straight lines 
are required. 

The two bottom shelf supports on all cabi- 
nets on this page are so designed that they can 
be used as toothbrush racks. This arrange- 
ment does not interfere with the use of the 
bottom shelf brackets for the support of a 
shelf if the toothbrush rack is not required. 

The Master Model is available in three sizes 
as listed at the left. 
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MIAMI CABINET DIVISION 



INDIVIDUAL UNITS 

The units illustrated on this page make possible a wide 
choice in expressing individual ideas of beauty and distinc- 
tion. The combination of these units with other models in 
the catalog permits the architect and the home owner to 
make up combinations that will best meet the owner's 
requirements. 

No. 900 — MIRROR-LINED RECESS SHELF 

In far too many bathrooms, no storage space is provided for acces- 
sories which are either too large or too damp to be stored in the average 
medicine cabinet. This unit is suggested for installation above the end 
of the bathtub where it provides storage space for Milady's bath salts, 
bath brush, sponge and other accessories of the bath. The interior of 
the unit is lined with beautiful colored mirrors, either rose (flesh), blue, 
gun metal, green or regular silver. The shelves are glass to correspond 
with the mirrors. 

No. 901 — EXTRA BATHROOM CABINET 

The modern bathroom of today is very often equipped with more 
than one cabinet. No. 901 is an ideal smaller cabinet to be installed 
alongside of the large cabinet over the lavatory or on walls adjacent to 
the lavatory. 

The door is fitted with a mirror which is set in a brass, chromium 
plated frame. The inside of the cabinet is finished in white Crystal Snow. 
Four glass shelves are furnished — three for the brackets and one for 
the bottom of the cabinet. 

No. 902 — 26" CIRCULAR MIRROR 

This beautiful circular mirror, fitted with concealed device for hang- 
ing on the face of the wall, is the ideal unit for installation in the small 
dressing room, for the entrance hall or above the dresser in Milady's 
boudoir. 

It is also a practical and very beautiful mirror for hanging above the 
mantel in the living room. The mirror may be had in regular silver or 
in the new rose (flesh) color, the latter at slight additional cost. 

No. 904 — MIRROR-LINED RECESS SHELF 

This is a smaller mirror-lined recess shelf, suggested for installation 
above the tub where the larger No. 900 is not required. 

This unit combined with any chromium frame wall mirror illus- 
trated on page 39 is an ideal combination for installation above the 
lavatory when the cabinet is placed in a different position in the 
bathroom. 

Rose (flesh), blue, green, gun metal and regular silver mirrors are 
available for No. 904. 



No. 900 




No. 901 — Open 



No. 901 — Closed 



SPECIFICATIONS 



Number 


Mirror 


Overall 


Wall Opening 


900, 


None 
10"x28" 
26" 
None 


9H"x26" 
10J4"x28^" 
26" 
24 "x8" 


9A"x25^''x4^" 

None 
23^"x7^"x4^" 


901 


902 


904 





[See page 3 for additional specifications] 
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LIGHTING IN THE MODERN MANNER FOR MIAMI-CAREY CABINETS 




Fluorescent Light Bracket No. 10 




Tubular Light Bracket No. 1 1 




Miami introduced the first electrically lighted bathroom cabinet 
back in 1925 (see illustration, catalog page 2). In the intervening 
years, we have not only improved the efficiency of the lighting prin- 
ciple but have also made vast improvement in fixture design. 

We present on this page the new Fluorescent lighting for bath- 
rooms and also a new design in Tubular lighting for bathroom 
cabinets. 

Whether you design homes for discriminating clients or for builders 
to sell, it will pay you to specify a MIAMI or a CAREY cabinet 
fitted with a set of light fixtures illustrated on this page. This lighting 
will not only bring new beauty to the bathroom but will also provide 
efficient illumination at attractive savings in installation costs. 

FLUORESCENT LIGHT BRACKET No. 10 

At the left is illustrated a MIAMI cabinet fitted with fluorescent 
light brackets No. 10. These fixtures are attached to the cabinet in 
such a manner that they become an integral part of the complete 
unit. Fluorescent light fixtures No. 10, attached to the cabinet, are 
shipped complete with the light bulb. 

The fixtures are chromium plated. There is a convenience plug in 
the bottom of the right hand fixture, for curling iron, electric razor 
and other electrical appliances. 

Fluorescent light fixtures No. 10 are controlled by a light switch 
which should be mounted on the wall of the bathroom adjacent to 
the entrance door. This switch is not furnished with the cabinet. 

Fluorescent light fixtures are available for the following cabinets 
in the Miami and Carey lines: Nos. 1050, 1150 illustrated on catalog 
page 12; 2020, 2040 illustrated on catalog page 22; 620, 650 illustrated 
on catalog page 23 . 

TUBULAR LIGHT BRACKETS No. 11 

Photograph in the left center of this page illustrates a CAREY 
cabinet fitted with Tubular light bracket No. 11. 

The metal parts of the brackets are brass finished in a deep lustre 
of chrome. The glass shade is opal. The fixture is designed to take a 
T-8 bulb, which is available at all stores that sell light bulbs. 

We do not furnish bulbs with the fixtures. 

Tubular light bracket No. 11 is available on all cabinets illustrated 
on the following pages of this catalog: 10, 11, 12, 22, 23 and 24. 

The switch that controls the Tubular light brackets No. 11 is 
located in the bottom of the left hand light fixture. There is an elec- 
tric convenience plug in the bottom of the right hand fixture, for 
curling iron, electric razor and other electrical appliances. 

FLUORESCENT WALL-LIGHT FIXTURES 

Introduced last year for the first time, the fluorescent light fixtures 
for mounting on the wall met with such instant approval that we are 
offering them again this year. 

Fluorescent lighting is a new sensational indoor light. It is cool and 
without shadow or glare. It provides more light at less cost. 

These fixtures are suggested for use not only in the bathroom but 
likewise in the entrance hall, the recreation room, breakfast nook, the 
dressing room, the library. They are also ideal for the office, the hotel 
lobby, the theatre lobby and other commercial uses. 

Miami-Carey fluorescent light fixtures are chromium plated. They 
are a complete unit, wired at the factory, ready to install without the 
necessity of rewiring. 

These fixtures are supplied complete with bulbs. 

IMPORTANT — PLEASE READ 

All lighted cabinets are fitted with one inch (1") return flange. 

All lighted cabinets increase the height of the wall opening three- 
quarters (y±) of an inch. 

All wiring for cabinets fitted with light brackets is completed at 
the factory and is approved by the Underwriters' Laboratories. 
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17 CARLOADS OF 

MIAMI 

BATHROOM 
CABINETS 



There is little that need be added to Mr. Murphy's letter. 
The Parkchester order for MIAMI Cabinets was, by far, the 
largest ever placed in the United States. Notwithstanding its 
magnitude — over 12,000 cabinets — MIAMI delivered every 
carload on time, demonstrating its capacity for service as well 
as for quality of product. 

MIAMI leads the world in the production of bathroom cabi- 
nets, from the luxurious creations for the finest residences and 
institutions to cabinets of superior quality and beauty for low- 
cost and multiple housing projects. 

Whatever your problem in bathroom cabinets, you'll find the 
correct solution in MIAMI'S more than 140 distinctive models. 




Right, 



-Typical PARK- 
CHESTER bathroom. 
Cabinet is Metropolitan 
Special by MIAMI. 
Equipment by Kohler. 



Below — Metropolitan 
Life Insurance Co. hous- 
ing project PARK- 
CHESTER, New York 
City. General Contrac- 
tor, Starrett Bros. & 
Eken, Inc. 
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Might: Home in Cincin- 
nati, Ohio. Architects — 
Hubert M. Garriott and 
John W, Becker. 




Left: Home of Mr. and 
Mrs. Charles Harmon, 
Los Angeles, < Salifornia, 



Right: Home of Joseph 
Seabury. Tucson, Arizona. 
Architects — Richard A. 
Morse and Arthur T. 
Brow ii. 





Left: Howard Hook home. 
Ft. Lauderdale, Fla. Archi- 
tect — Robert M. Little. 



MIAMI 

BATHROOM CABINETS 



Through outstanding merit and the ability to meet 
every demand for bathroom cabinets and accessories, 
MIAMI has established its position as world leader in 
its field. 

MIAMI had its birth in new ideas. Through adoption 
of better materials and improvement in construction 
and design, MIAMI has pioneered the way and met 
the desires of a maturing public taste. Year by year, 
MIAMI has advanced new conceptions in beauty, con- 
venience, cleanliness and utility. Year after year, a 
large majority of the best homes, hotels, apartments, 
clubs, hospitals and universities have selected MIAMI- 
made cabinets. 

A FEW TYPICAL 
OF MIAMI CABINETS 

RESIDENCES 

His Royal Highness, the Duke of Windsor, Nassau, Bahamas 

R. J Reynolds, Winston-Salem, N. G. 

John D. Rockefeller, Jr., Estate, Pocantico Hills, N. Y. 

Henry Ford Home, near Savannah, Ga. 

States Lee, Charlotte, N. G. 

Leonard K. Firestone, Macedonia, Ohio 

LewiB L. Strauss, Brandy, Va. 

Dexter Reinhart, Midland, Mich. 

John R. Worthman, Ft. Wayne, Ind. 

A. H. Surprenant, Boston, Mass. 

APARTMENTS 

Parkchester Apartments, New York City (The World's largest) 

Donolly Gardens, Jackson Heights, N. Y. 

Parkway Apartments, Philadelphia, Pa. 

Rosewood Apartments, Austin, Texas 

Cleveland Courts, Montgomery, Ala. 

Windsor Terrace Apartments, Des Moines. Iowa 

John Hay Homes, Springfield, 111. 

Parkside Apartments, Detroit, Mich. 

Lincoln Park Apartments, Columbus, Ohio 

Madison Park Apartments, Seattle, Wash. 

HOTELS, CLUBS, THEATRES 

Explorers Club, New York City, N. Y. 

Hotel Netherland Plaza, Cincinnati, Ohio 

Hotel Palacio, Chihuahua, Mexico 

Greenbriar Hotel, White Sulphur Springs, Va. 

Broadway Mansions Hotel, Shanghai, China 

New Washington, Seattle, Wash. 

Hotel Baranoff, Juneau, Alaska 

Hotel Astor, New York City, N. Y. 

Hotel St. Paul, St. Paul, Minn. 

Cavalier, Virginia Beach, Va. 

Hotel Manila, Manila, P. I. 

Hotel Stevens, Chicago, 111. 

Hotel Dennis, Atlantic City, N. J. 

White Face Inn, Lake Placid, N. Y. 



Below: Ida B. Weils housing 
project, Chicago, 111. 



Right: Home of 
Elbert I. Harrison, 
Peoria, Illinois. 
Architects — 
Jameson and 
Harrison. 




WORLD LEADER IN 



AND ACCESSORIES 



Long famous as the foremost producer of luxurious 
cabinets and ensembles for the finest residences and 
institutions, MIAMI has been no less the leader in 
development of cabinets of superior value and design 
for low-cost and multiple housing projects, both public 
and private. Of the more important public projects of 
this kind, completed within the past few years, about 
75 per cent selected MIAMI Cabinets. 

MIAMI Cabinets are used throughout the Americas 
and continents across the seas. Their exclusive qualities 
are known to architects, engineers and builders in every 
land . . . recognition that has made and maintained 
t hem as the World Leader. 

ILLUSTRATIONS 
AND ACCESSORIES 

UNIVERSITIES AND HOSPITALS 

Morgan State College, Baltimore, Md. 

Yale University, New Haven, Conn. 

Illinois University, Champaign, 111. 

Notre Dame University, Notre Dame, Ind. 

Purdue University, LaFayette, Ind. 

University of Michigan, Ann Arbor, Mich. 

Columbia University, New York City, N. Y. 

Texas University, Austin, Texas 

Duke University, Durham, N. G. 

John Carroll University, Cleveland, Ohio 

U. S. Marine Hospital, Buffalo, N. Y. 

Fitzsimmons General Hospital, U. S. Army, Denver, Colo. 

Allegheny General Hospital, Pittsburgh, Pa. 

Johns Hopkins Hospital, Baltimore, Md. 

Middletown Hospital, Mid die town, Ohio 

Maternity Hospital, Cleveland, Ohio 

Grace Hospital, Detroit, Michigan 

PUBLIC BUILDINGS 

U. S. Navy Cadet Quarters, Pensacola, Fla. 

U. S. Cadet Quarters, West Point, N. Y. 

U. S. Navy Housing, Charleston, S. C. 

U. S. Navy Housing, Orange, Texas 

U. S. Naval Air Station, Jacksonville, Fla, 

Municipal Court Building, Washington, D. C. 

U. S. Aerological Building, Los Angeles, Calif. 

U. S. Legation, Ottawa, Canada 

U. S. Legation, Monrovia, Liberia 

U. S. Naval Academy, Annapolis, Md. 

U. S. Legation, Helsinki, Finland 

U. S. Legation, Ciudad, Trugillo 

MISCELLANEOUS 

Father Flannagan's Boys Town, Omaha, Nebraska 
310 Ships for the U. S. Maritime Commission 
351 Slum Clearance and Public Housing Projects 
Ships for the Atlantic Refining Co. 
Ships for the Standard Oil Company of California 
Ships for the Sun Oil Company 
Chris-Graft Yachts and Cruisers 
U. S. Navy Warships 



Below: Gilmour Court An ts., Richmond, Virginia. 
Architect — Raymond Snow, Washington, D. C. 




Right: Home in Crestmoor Park, 
Denver, Colorado. Builders — 
Garrett-Brom field & Co. 
Architect — Willard Walker. 




MIAMI-CAREY 




. MAKE BATH 



On these pages and the 
two following, we present a 
few examples which show 
the many combinations in 
which Miami-Carey units 
may be installed to advan- 
tage. 

Architects and Builders 
have long recognized the 
inadequacy of standard 
bathroom cabinets and ac- 
cessories which make no 
provision for the numerous 
odds and ends that the 
housewife likes to keep in 
the bathroom. To overcome 
this deficiency, to provide 
an orderly place for every 
bathroom essential — to add 
new beauty and conven- 
ience, Miami-Carey en- 
sembles and units were cre- 
ated. 



Bathroom by 
Standard Sanitary 



SUGGESTED LAYOUT FOR GUEST BATHROOM 



Above 

Over tub is Recessed Shelf 
Unit No. 904; above lavatory 

— The Duchess Cabinet with 
storage space concealed be- 
hind circular mirror; under 
this cabinet is Mirror -Lined 
Recess Shelf No. 904; at each 
side of the cabinet is a Mirror- 
Lined, Recess Shelf Unit No. 
900; at lower right — Miami 
Electric Heater. 

Right 

Extreme left — Towel Sup- 
ply Cabinet No. 5 10- A; back 
wall of alcove, above tub — 
Octagon Towel Bar No. 5001 
and Recessed Shelf No. 904; 
Side wall of alcove above tub 

— Recessed Soap Holder No. 
6000; over lavatory — Miami 
Imperial Cabinet with two 
side cabinets No. 901; Re- 
cessed Tumbler Holder No. 
6001; Recessed Soap Holder 
No. 6000; side wall of alcove, 
above toilet — Recessed 
Paper Holder No. 6002. 
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SUGGESTED LAYOUT FOR MASTER BATHROOM 



Bathroom by 
Standard Sanitary 




CABINET ENSEMBLES 



ROOMS COMPLETE 



MIAMI-CAREY cabi- 
nets are produced in com- 
bination units to conform to 
standard architectural prac- 
tice. With Miami-Carey 
units, you may supply a 
large cabinet for husband 
and wife; individual cabi- 
nets for children; recessed 
shelves for sponge, brush, 
bath salts and other sup- 
plies; a towel supply cabi- 
net — all the delightful 
harmony in sizes that make 
efficient use of wall space 
and beautify the bathroom. 

Miami Ensembles enable 
architects to obtain effects 
of individually designed 
cabinet combinations with- 
out the added expense that 
such special orders usually 
require. 

Bathroom by Crane 




SUGGESTED BATHROOM LAYOUT FOR SMALL FAMILY 



Bathroom by Crane 



SUGGESTED LAYOUT FOR FAMILY BATHROOM 
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Above 

Right of toilet — Towel 
Cabinet No. 510, with 
mirror door; below — Re- 
cessed Paper Holder No. 
4021. Cabinet above lava- 
tory No. 2050 with Tubu- 
lar Light Bracket No. 11; 
below — Mirror-Lined 
Recessed Shelf No. 904; 
above tub — Projecting 
Soap and Grab No. 4026; 
Stainless Steel Carey Re- 
cessed Shelf No. 410. 



Left 

Above lavatory — 
Miami Cabinet No. 1150, 
with Fluorescent Light 
Bracket No. 10; under the 
cabinet is Recessed Soap 
Holder No. 6000. In alcove 
wall — Miami Electric 
Bathroom Heater; over 
tub is Grab Bar No. 5031, 
and Combination Soap 
Holder and Grab Bar No. 
6004. Above toilet is Carey 
Towel Supply Cabinet No. 
500. Above clothes hamper 
— Towel Bar No. 5029. 
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SUGGESTED LAYOUT FOR 
LARGE FAMILY BATHROOM 

Centered over lavatory is Miami Cabinet 
No. 1100 equipped with Tubular Light 
Brackets No. 11. On each side of this center 
cabinet is a smaller Miami Cabinet No. 901. 
Under the cabinets are Recessed Tumbler 
Holders and Soap Dishes Nos. 6001 and 6000. 
Between the lavatories, in the wall, is a Miami 
Electric Bathroom Heater. Over tub — 
Recessed Shelf No. 904 and Recessed Soap 
Holder and Grab Bar No. 6004. In wall at 
right of tub — Miami Towel Supply and 
Utility Cabinet No. 510. 



Bathroom by 
Kohkr 




BUILD YOUR BATHROOMS "UP" WITH MIAMI ENSEMBLES 



MIAMI today offers a distinguished selection of modern cabinets and cabinet ensembles 
for glorification of the bathroom . . . original creations with sparkling plate glass mirrors 
. . . brilliant chrome frames . . . artistic lighting . . . recessed shelves . . . cabinets that lead 
the world in advanced design and reflect the highest craftsmanship. 

For only a few dollars more than the cost of a cheap cabinet, you can equip any bath- 
room with one of MIAMI'S finer creations that will add immeasurably to bathroom beauty, 
convenience and luxury. Answer the clamor for bathroom glamour by specifying MIAMI 
Cabinets and Accessories. 



Bathroom by Kohler 




SUGGESTED LAYOUT FOR 
SMALL MASTER BATHROOM 

Above lavatory — The Miami Imperial Cabi- 
net; below cabinet are Recessed Tumbler Holder 
and Soap Holder Nos. 6001 and 6000. 
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SUGGESTED LAYOUT 
FOR SMALL HOME 
BATHROOM 

Over tub is Towel Bar No. 
4015; Towel Bar under window 
is No. 4016. On wall beside toilet 
— Paper Holder No. 4006; Cabi- 
net over lavatory is Colonial No. 
407 ; under the cabinet — Tum- 
bler Holder No. 4001 and Soap 
Dish No. 4003. All are Colonial 
Accessories. 



Bathroom Courtesy 
House Beautiful Magazine 



SUGGESTED LAYOUT FOR 
BATHROOM IN HOME 
COSTING $5000 OR LESS 

Bathroom in L ibbey -Owens -Ford Glass Co. 
"Design for Happiness" House 

Mills, Rhines, Bellman ey NordhojJ, Architects, 
Toledo. 

Above tub is Soap Holder and Grab Bar No. 
7030; right, above tub, is Towel Bar No. 7013; 
over lavatory is Colonial Cabinet No. 403 ; below 
cabinet — Soap Dish No. 7001 and Toothbrush 
and Tumbler Holder No. 7000; under the lava- 
tory — Paper Holder No. 7004. All are Cascade 
Accessories. 
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CAREY BATHROOM CABINETS 

GENERAL SPECIFICATIONS 

All cabinets illustrated on catalog pages 22 to 26 inclusive are Carey 
cabinets. With the exception of the Miami cabinets, the best you can 
buy are the Carey cabinets. In manufacturing this line, we have em- 
ployed the same careful workmanship and attention to detail that has 
distinguished Miami cabinets. Carey cabinets are designed for homes 
costing from $6,000 to $9,000. 

Read carefully in the following paragraphs the details of material and 
construction of all Carey cabinets. 

Mirrors — All mirrors are No. 1 quality plate glass manufactured in 
accordance with Commercial Standard CS-27-36. This is the second best 
mirror that can be purchased in this country. All Carey mirrors are 
copper protected guaranteed for five years against silver spoilage. 

Hinges — All door hinges, except hinges for the flush door recess 
cabinets, on page 25, are piano type brass, chromium plated. The hinges 
on the flush door recess models are butt type brass, chromium plated, 
semi-concealed. 



Nos. 2010, 2020 



GOTHIC TOP MODEL 




Nos. 2030, 2040, 2050 



The two cabinets shown on this page are among the most popular in 
the whole line. They are moderately priced — yet have those features 
of construction that have made Miami-Carey Cabinets famous, not 
only throughout the United States, but throughout the world. 

The stainless steel frames around the mirrors are absolutely non-rusting 
and may be kept clean and highly polished just by rubbing with a clean, 
dry cloth. No polish is necessary. Stainless steel is the perfect match for 
chromium plated bathroom fixtures; hence, the Gothic model as well as 
the square top model shown below are particularly recommended for 
bathrooms fitted with chromium plated fixtures where the budget does 
not permit the purchase of higher priced chromium plated models. 

Plain mirror is regular equipment. Mitered line mirror may be had at 
additional cost. See price list. 

The Gothic top model is available in two sizes as specified below. 

MASTER JR. MODEL 

Rounded Corners 

The stainless steel framed cabinet illustrated on the left is recom- 
mended for the bathroom where the design is straight rather than arched 
or curved. 

Plain mirror is regular equipment. Mitered line mirror may be had at 
slight additional cost. See price list. 

This cabinet is available in three sizes as specified below. 

SPECIFICATIONS 



Number 


Mirror 


Wall Opening 


Overall 


2010 
2020 


16 ff x26 ff 
18 ff x28" 


133^x19^x3^" 


16Ji*x26Ji* 
18M'x28M" 


2030 
2040 
2050 


16*x22* 
18*x24 ff 
20 ff x28* 


1534*x21%*x3H" 


16Ji*x22#' 
18M ff x24^" 
20M"x28M ff 



Return flange 1 inch. Three bulb edge shelves, one flat glass shelf for the 
bottom of the cabinet, two toothbrush racks, used razor blade drop. 
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MIAMI CABINET DIVISION 



CAREY BATHROOM CABINETS 

GENERAL SPECIFICATIONS 

Steel and Construction — The steel used in the Carey line is ARM CO 
prime sheets, 20-ga., specially prepared for enameling. 

The bodies of Carey cabinets are of one-piece construction. There are 
no open seams or joints to rust or gather dirt in the Carey models. 

Door strikes are stainless steel. Bullet door catches are nickel plated. 
Door stops are the bar type, nickel plated. Shelf supports in the Carey 
line are steel, the "U" type of bracket, finished to match the interior of 
the cabinet. The two bottom shelf brackets are designed to accommodate 
six tooth brushes. All Carey cabinets are equipped with sufficient shelf 
brackets to provide for almost any adjustment of the shelves the user 
may require. 

The frames on all framed models are stainless steel and are polished 
and buffed to a chrome finish. 

Finish — All Carey cabinets are finished in three coats of first-quality 
baked on enamel applied over rust-resisting undercoat. 

GOTHIC TOP MODEL 

Illustrated on the right is a Gothic Top all-mirror front cabinet with 
no knob, hinges or ugly screw heads to mar the face of the mirror. We 
recommend the Gothic in either of the two sizes specified below. 

The beautiful mirror covers the entire cabinet, so that when the cabinet 
is set in place the appearance is that of a mirror hung on the face of the 
wall. 

The mirror illustrated is regular equipment. Plain beveled edge mir- 
rors or mitered line beveled edge mirrors are available. See price list for 
difference in cost. 

SQUARE TOP MODEL 

The cabinet at the right, fitted with rectangular frameless mirror, is 
recommended for the bathroom built along simple lines. The mirror 
attached to the air-cushioned door with stainless steel mirror clips covers 
the entire front of the cabinet when the door is closed. 

The mirror illustrated is regular equipment. Plain beveled edge mir- 
rors or mitered line beveled edge mirrors are available. See price list for 
cost. 

This cabinet is available in three sizes as specified below. 

Three bulb edge glass shelves and chromium plated razor blade drop. 

SPECIFICATIONS 



Number 


Mirror 


Wall Opening 


Overall 


610 


16"x26" 


13%"xl9%'x3^" 


16*x26' 


620 


18 ff x28* 


15%*x21^'x3J/£' 


18*x28" 


640 


16*x22* 


i3M*xl9%*x3H' 


16*x22* 


650 


18"x24* 


155i"x21Ji*x3H' 


18'x24" 


655 


20"x28" 




20*x28* 


Return flange 1 inch. Three bulb edge glass shelves and one flat glass shelf 
for the bottom of the cabinet, used razor blade drop, two toothbrush racks. 




Nos, 610, 620 




Nos. 640, 650, 655 



THE PHILIP CAREY MFG. COMPANY 



CAREY CABINETS 
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Nos. 660 - 670 



VENETIAN ARISTOCRAT MODEL 

The Aristocrat all-mirror front Venetian type cabinets illustrated on the 
left are designed for the home in the intermediate price bracket where cost 
must be considered but where quality is an important factor. These two 
cabinets are among the most popular in the entire line. The mirror is frame- 
less, is held to the door with stainless steel mirror clips. Made in two sizes. 

The mirror illustrated is regular equipment. Plain bevel edge mirrors are 
available. 

SPECIFICATIONS 



Number 


Mirror 


Wall Opening 


660 


16 ff x24 ff 
18"x26" 


13%*xl9%"x3^" 


670 




Return flange 1 inch. Three bulb edge glass shelves, one flat glass shelf for the bottom 
of the cabinet, two toothbrush racks, used razor blade drop. 



Nos. 1622-BF - 1622-CF - 1826-CF 




Framed Models 

Four cabinets that are in keeping with the present trend towards greater 
use of metal in home building and home furnishing. The mirror on No. 
1622-BF is set in a rich, black enamel frame that harmonizes with black and 
white tile bathrooms or bathrooms fitted with black fixtures. 

The mirror on No. 1622-CF is set in a frame of stainless steel, polished and 
buffed to a chrome finish — a budget model suggested for the moderate 
priced bathroom, fitted with chromium plated accessories. 

The mirror on No. 1826-CF is likewise set in a frame of stainless steel, 
polished and buffed to a chrome-like finish. 

The mirror on No. 1616 is set in a stainless steel frame, polished and buffed 
to a chrome finish. An ideal model for installation in a man's bathroom — an 
abundance of storage space behind the door. The open shelf below the door 
furnishes ample shelf space for shaving and toilet articles. 

The mirrors as illustrated are regular equipment. A plain mirror without 
etching is available on Models 1622-BF, 1622-CF and 1826-CF. 

SPECIFICATIONS 



No. 1616 



Number 


Mirror 


Wall Opening 


Overall 


1622-BF 
1622-GF 
1826-CF 
1616 


16*x24" 
16"x24" 
18"x26" 
16"xl6" 


13%"xl9M"x3^ 
13%"x21^"x3^" 


16M"x24M" 
16M ff x24J£" 

1834 ff *26M" 
16Ji*x23^ r 


Return flange 1 inch. Three bulb edge glass shelves, one flat glass shelf for the bottom 
of the cabinet, two toothbrush racks, used razor blade drop. 



[See page 22 for additional specifications] 



CAREY CABINETS MIAMI CABINET DIVISION 



FLUSH DOOR RECESSED CABINETS 

Cabinets illustrated on this page are particularly recommended for 
public buildings, schools, hospitals, dormitories and office buildings. 

Thousands of No. 210 have been installed in U. S. Government 
Housing Projects. 

Nos. 200, 230, 240 and 250 have been selected for dormitories at 
such well-known universities as Notre Dame, Columbia, Creighton, 
Duke, Yale, Texas and many other similar institutions of learning. 
Hospitals such as Fitzsimons General; U. S. Army, Denver, Colo.; 
U. S. Marine Hospital, Buffalo, N. Y.; Allegheny General Hospital 
Pittsburgh, Pa.; Maternity Hospital, Cleveland, Ohio; and the Johns- 
Hopkins Hospital, Baltimore, Md., have installed cabinets of the type 
illustrated on this page. 

The illustrations show beveled plate mirrors. BE SURE AND 
SPECIFY WHETHER BEVEL PLATE OR PLAIN PLATE MIR- 
RORS ARE REQUIRED WHEN ORDERING. BEVEL PLATE 
MIRROR COSTS MORE THAN THE PLAIN GLASS. SEE 
PRICE LIST FOR DIFFERENCE. 

SPECIFICATIONS 



Number 


Mirror 


Inside 


Overall 


Wall Opening 


Shelves 


200 
210 
220 
230 
240 
250 


12"xl6" 
12"xl6" 
14"xl8" 
14"xl8" 
16"xl6" 
16"x22" 


13^x17^" 

15A"xl9A" 
15A'x25&' 
I7ft'x23$' 
17ft'x23&* 


16"x20" 
16"x26" 
L8'x22* 
18 ff x28" 
20"x26" 
20*x26" 


16"x20"x3i/ 2 " 
16"x26"x3}^" 
18"x24"x33^" 
18"x24"x3^" 


2 
2 
3 
3 
3 
3 



SURFACE WALL CABINETS 




The cabinets illustrated in the 
bottom right corner are designed to 
hang flush on . the wall, and are 
recommended for use in old con- 
struction or in new construction 
where the thickness of the wall does 
not permit the use of recessed type 
cabinet. Also ideal for the yacht and 
steamship. 

Many hundreds of this type cabi- 
net are installed in such buildings as 
the Southwestern: Bell Telephone 
Building, St. Louis, Mo., the U. S. 
Army and Navy Barracks, and in 
steamships and yachts traveling the 
seven seas. Two sizes. 

SPECIFICATIONS 



Number 


800 


816 


Mirror. . . . 
Overall . . . 
Inside. . . . 


14"xl8" 
18 ff x22" 
15^x19^" 


12"xl6" 
16*x20" 


Three bulb edge glass shelves, one flat 
glass shelf and two toothbrush racks. 




Nos. 200, 220, 250 




Nos. 240, 230, 210 



[See page ?2/or additional specifications] 
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TOWEL SUPPLY and UTILITY CABINET 

The towel supply and utility cabinet illustrated on the left is designed and 
constructed for the less pretentious bathroom where extra storage space is 
required. 

There is no mirror in the door of this model. 
The cabinet is equipped with five glass shelves. 

White enamel is the regular finish. However, this model may be had in any 
color desired to match the tile or other bathroom fixtures. See price list for 
extra cost of special color. 

SPECIFICATIONS 

Number 500 

poor ; ; ; ; ; ; ; ; ; ; ; ; ; ; ; ; ; ; ; ; ; ; ; ; ; ; ; ; ; ; ; ; ; ; ; ; ; ; ; ; ; ; ; ; . .i4*x34* 

Wall opening 14%*x34'x6^' 

Overall ^ 16%"x36H"x6%' 

Return flange 1 inch. Five glass shelves furnished. 

recessed shelf-no. 410 

Presenting in beautiful stainless steel — the everlasting metal — a vertical and a hori- 
zontal recessed shelf — practical units that should be included in every bathroom — for 
the storage of fancy toilet bottles or articles too large to store in the average medicine 
cabinet. 

Model 410 is recommended for installation over the bathtub, in the downstairs lavatory, 
under the medicine cabinet — an ideal repository for the bath salts, bath brush and the 
sponge. A Vitrolite shelf is furnished for the bottom of the Model 410. 

recessed shelf-no. 411 

Model 411 has a mirror-lined back and bottom shelf. Two glass shelves are furnished. 

1 his model, installed on the wall at the side of the bathroom cabinet or adjacent to the 
cabinet, provides not only additional storage space in the bathroom but adds a decorative 
touch as well. 

, No. * s ^ so recommended for installation over the end of the bathtub to provide 
handy storage space for toilet articles used in connection with the bath. 

Manufactured of beautiful stainless steel, these two recessed shelves will retain 
their lustre permanently and may be cleaned and polished with a dry cloth. 

SPECIFICATIONS 



No. 


Overall 


Wall Opening 


Inside 


410 


9^x26" 


8^"x24^"x4i4" 


15^"x6^"x3%' 
7%"x24"x4i4" 


411 





ELECTRIC BATHROOM HEATER 

Framed in brilliant chrome, the electric room heater illus- 
trated at right rapidly removes the chill from the bathroom, 
dressing room or kitchen. Especially appreciated when the 
heating system is not in use. 

The motor-driven fan behind the heating arrangement 
quickly distributes the heated air to every part of the room. 

The attractively designed grille, with its close spacing, 
makes it impossible for even a small child to come in con- 
tact with the electrical or mechanical parts of the heater. 

The warm air forced into the room by the motor-driven 
fan makes an excellent hair drying device, very much 
appreciated by the ladies. 

The small motor which drives the fan offers no radio 
interference and requires no oiling. 



The heater is approved by the Fire Underwriters' Laboratories. 

Heater Capacity — 1200 watts per hour. Furnished only for 110-120 
volts, 60-cycle alternating current. Size of the wire to be used in con- 
necting the heater is determined by the state or local building code. I n 
most areas, a No. 14 two-wire connection is used. 

BATHROOM HEATER SPECIFICATIONS 



WALL OPENING 



101^" wide x high x 4%" deep 





COLONIAL BATHROOM CABINETS 

Big Values for Low Cost Houses 



IMPORTANT INFORMATION 

Please Read These Specifications 



IN THE Colonial line of bathroom cabinets, designed 
for houses costing $5000 and less, Miami-Carey pro- 
vides the trade with a more complete line of cabinets 
for low cost houses than is available from any other 
manufacturer. 

Do not confuse Colonial bathroom cabinets with 
cheap tinware cabinets that are finished in a dip-coat 
of paint. Colonial cabinets are produced by the same 
craftsmen who for years have been manufacturing the 
justly famous Miami cabinet. Colonial cabinets receive 
the same careful attention to detail, construction and 
finish as do the more expensive models. 

STEEL AND CONSTRUCTION — Colonial cabi- 
nets are constructed of ARMCO steel, 22-ga. prime 
sheets. The bodies are one-piece construction, no joints 
or open seams to catch dust, dirt, and provide starting 
places for rust. 

MIRRORS — The mirrors in Nos. 401, 405, 406, 408 
and 409 are window glass quality, -fa* thick, selected 
silvering quality. The mirrors in Nos. 402, 403, 404, 
400-CF, 400-BF and 407 are window glass regular 
thickness, selected silvering quality. 

The mirrors in Nos. 405-A, 406-A, and 407-A, 408-A, 
and 409 are No. 1 selected plate glass, U. S. Commercial 
Standards CS-27-36. 

When plate glass mirrors are furnished in Nos. 402, 
403, 400-CF, 400-BF and 408-A, these mirrors are 
No. 1 selected plate glass, U. S. Commercial Standards 
CS-27-36. 

The silvering on the mirrors in the Colonial line is 



copper protected non-electrolytical. The silvering is 
guaranteed for five years against silver spoilage. 

FINISH — Colonial Cabinets are finished in two 
coats of first-quality baked on enamel applied over a 
rust-resisting undercoat. 

HINGES — Colonial cabinet door hinges are piano 
type finished to match the finish of the cabinet, con- 
cealed behind the door. 

FRAMED MODELS 

Cabinet No. 404 has a steel, white enameled frame 
around the mirror. 

Cabinet No. 400-BF has a steel, black enameled frame 
around the mirror. 

Cabinets Nos. 400-CF, 402, 403, 407 and 407-A are 
fitted with stainless steel mirror frames polished and 
buffed to a chrome finish. These are continuous one- 
piece frames. 

COLONIAL LIGHTED CABINETS 

The Colonial cabinets fitted with light brackets are 
complete in every respect. In addition to the light fix- 
tures, these models are also fitted with switch to control 
the lights and an electric convenience plug for razor, 
curling iron and other electrical appliances. The light 
brackets are chromium plated. 

Bulbs are not furnished. Any regular bulb may be 
used except that in cabinets Nos. 406 and 407, a T-10 
clear bulb should be used. 

All lighted cabinets are wired complete at the factory 
and are underwriter approved. 




COLONIAL ALL-MIRROR FRONT MODELS 



Cabinet No, 408 and 408-A, illustrated at lower left, 
is an all-mirror front model intended for the bathroom of 
the inexpensive house where the design is straight rather 
than arched or curved. 

Cabinet No. 409, illustrated at lower right, is an all- 
mirror front cabinet in the larger size. The mirror is 
No. 1 quality plate glass. 

SPECIFICATIONS 



Number 


Mirror 


Wall Opening 


Overall 


408 
409 


16*x22' r 
16*x24* 


13%*xl9%' 


16*x22* 
16*x24" 


No. 408 has two bulb edge glass shelves, die stamped 
razor blade drop, two toothbrush racks, bar type 
door stop. 

No. 409 has two bulb edge glass shelves, one flat 
shelf for the bottom of the cabinet, three sets of 
shelf brackets, two toothbrush racks, die stamped 
razor blade drop, bar type door stop. 




No. 408, 408-A 



No. 409 
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COLONIAL BATHROOM CABINETS 

No. 401 

Colonial Bathroom Cabinet No. 401, illustrated on the left, is 
an all-mirror front, electrically equipped cabinet, including Colonial 
lights, switch to control the lights, and electric convenience plug. 
There is no frame around the^mirror. 

No. 406 

Cabinet No. 406 is equipped with demi-tubular light bracket, light 
switch and electric convenience j>lug. It is an all-mirror front model, 
with no frame around the mirror. The mirror is iV' thick window 
glass, selected quality . 

No. 406-A 

Cabinet No. 406-A is the same as No. 406, except that the mirror is 
No. 1 selected quality genuine plate glass, U. S. Commercial Standard 
CS-27-36. 

No. 407 

Cabinet No. 407 is the same as No. 406, except that the mirror is 
set in a stainless steel mirror frame polished to a chrome finish. 

No. 407-A 

Cabinet No. 407-A is the same as No. 407, except that the mirror is 
No. 1 selected quality genuine plate glass, U. S. Commercial Standard 
CS-27-36. 

No. 402 

Cabinet No. 402 has a rich black enamel frame around the mirror. 
It is ideal for installation in bathrooms where black and white tile is 
used or bathrooms where black fixtures are used. This model is fitted 
with Colonial lights, light switch and electric convenience plug. 

No. 403 

Cabinet No. 403 is framed. The frame around the mirror is stain- 
less steel, the everlasting metal, polished and buffed to a chrome-like 
finish — a perfect match for bathrooms fitted with the Colonial line 
of bathroom fixtures. 

This model is fitted with Colonial light fixtures, light switch and 
electric convenience plug. 

SPECIFICATIONS 



Number 


Mirror 


Wall Opening 


( Overall 


401 

406, 406-A 

407, 407-A 

402 

403 


16 ff x22" 
16"x22" 
16"x22" 
16"x22" 
L6*x22" 


13%"xl9"x3^" 
13%"xl9"x3H" 
13%"xl9"x3H" 
13%"xl9"x3H" 
13% ff xl9"x3H ff 


16"x22" 
16"x22* 
1634"x22H* 
16^"x22M" 
16M"x22M ff 


Two bulb-edge glass shelves, die stamped razor blade drop, t wo toothbrush 
racks, bar type door stop. 



No. 402 
No. 403 



[See page 27 for additional informal ion] 
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COLONIAL CABINETS 



MIAMI CABINET DIVISION 



COLONIAL BATHROOM CABINETS 

No. 404 

No. 404 is an inexpensive recessed cabinet, designed for the ex- 
tremely low-cost home, cottage or summer bungalow. The mirror is set 
in a steel, white enameled frame. 

SPECIFICATIONS 



Number 


Mirror 


Wall Opening 


404 


15J4*x23M" 






Regular Equipment: Door stop, one toothbrush rack, razor blade drop, two 
white enameled steel shelves. 



No. 405 

No. 405, illustrated on the right, is an all-mirror front cabinet, the 
mirror covering the entire front. This cabinet is designed for the 
moderate priced home for which a cabinet without a frame around 
the mirror is required. The mirror has a bevel edge, and is attached to 
the door with stainless steel mirror clips. 

No. 405-A 

Cabinet No. 405-A is the same as No. 405, but is fitted with a No. 1 
selected plate glass mirror — U. S. Commercial Standard CS-27-36. This 
cabinet is designed for the moderate priced home that calls for a cabinet 
fitted with a perfect mirror. 



SPECIFICATIONS 



Number 


Mirror 


Wall Opening 


405 — 405-A 


16"x22" 






Regular Equipment : Two bulb edge glass shelves, bar type door stop, razor blade 
drop, two toothbrush racks. 



Nos. 400-CF — 400-BF 

No. 400-CF, illustrated at right, is a framed cabinet, the mirror set 
in a stainless steel frame, polished and buffed to a chrome-like finish. An 
ideal model for the inexpensive bathroom in which chrome accessories 
are used. 

No. 400-BF, illustrated at the right, has a rich black enamel frame 
around the mirror. The correct model to use where the accessories are 
other than chrome and where a black bullnose is used in the tile or as 
a decoration strip. 



SPECIFICATIONS 



Number 


Mirror 


Wall Opening 


Overall 


400-CF 


16"x22* 
16"x22" 


13% ff xl8M"x3H" 
13% ff xl8^"x3J^" 


I6}4"x22}4" 


400-BF 




Regular Equipment: Two bulb edge glass shelves, two toothbrush racks, bar 
door stop and razor blade drop. 



[See page 27 for additional information] 




No. 400-CF 
No. 400-BF 
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CAREY LAUNDRY CHUTE DOOR 

SPECIFICATIONS 

Overall ll^'xH^'xlJi" 

Wall opening 9 *xl2 * 

Door size $%*xl2* 

The Carey Laundry Chute 
Door, designed to replace the 
old-fashioned bulky and un- 
sightly wood door, is indeed a 
worth while addition to any 
home. It will never warp or get 
out of square. Painted to match 
the color scheme of the home, it 
is a welcome successor to the old- 
fashioned wood door. 

The Carey Laundry Chute 
Door, when installed, fits flush 
against the plaster line. There is 
no return flange on these units. 
The door itself is fitted with a 
heavy spring closer that keeps 
the door shut at all times. This 
conforms to fire underwriters' 
regulations in many cities. 

The Carey Laundry Chute 
Door is manufactured of heavy 

gauge Armco autobody steel, 
nished in prime coat. The unit 
arrives at the job all ready to 
install — no hardware to buy, no 
doors to fit. Four cadmium 
plated installing screws are fur- 
nished. These screws will never 
rust. The four corners of the 
body are reinforced with steel 
angles so that the unit will never 
sag. The door is held closed with 
a spring door catch and a brass 
bullet catch. This complete unit 
costs less than the old style wood 
door. It can be installed in five 
to ten minutes time. 
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COLONIAL 
BATHROOM CABINETS 

In addition to a complete line of recessed bathroom cabinets, Miami 
offers several inexpensive wall hung cabinets suitable for installation in 
lavatories, public washrooms or wherever a mirror faced cabinet is de- 
sired. Especially suitable where wall construction does not permit the 
installation of recessed models. 

Nos. 1 and 3 

(Lower Left) 

An inexpensive arched top wall hung cabinet covered with an all- 
mirror front door. 

Available in two sizes as listed below: 

SPECIFICATIONS 





Mirror Size 


Body Size 


No. 1 


12 r xl8* 
14*x20 tf 




No. 3 




Mirror, A* window glass, selected silvering quality; regular equipment, 
two bulb edge glass shelves. 



No. 2 

(Lower Right) 

An all-mirror front straight top inexpensive wall hung cabinet to hang 
on the face of the wall. 

Available in one size as listed below: 

SPECIFICATIONS 





Mirror Size 


Body Size 


No. 2 


12*xl6' 


I13^xl5M ff 




Mirror, A" window glass, selected silvering quality; regular equipment, 
two bulb edge glass shelves. 



[See page 27 for additional specifications] 




HOTEL BATHROOM CABINETS 
AND MIRRORS 



Cabinets illustrated on this page were developed by Miami-Carey 
designers in co-operation with hotel architects. Design and equipment 
are based on long experience and thorough knowledge of hotel re- 
quirements. Thousands of these cabinets are installed in the world's 
leading hotels, clubs and public buildings. The cabinets illustrated are 
practical. This is a proven fact. However, if you are designing a new 
hotel or remodeling an old one, the Miami-Carey organization will 
co-operate with you in working out your own ideas. 

Nos. AS-110 AND AS-410 

Regular equipment for the AS-110 and AS-410 consists of overhead 
curved towel tray with douche bag hooks, center light fixture com- 
plete with opal shade and electric convenience plug, white en- 
ameled combination soiled towel and razor strop hook, light switch, 
bottle opener, razor blade drop, three adjustable glass shelves and 
one opal shelf. 

SPECIFICATIONS 




Number 


AS-110 


AS-410 


Wall opening 

Overall 


16'xl6* 
18"x24^*x3H' 
20*x26* 


12'xl6* 
14"x24^*x3H" 
16*x26' 



No. 905 

Regular equipment consists of overhead straight towel tray com- 
plete with douche bag hooks, two bronze, chromium plated light 
brackets, light switch, white enamel combination face towel and 
razor strop hook, electric convenience plug, combination bottle 
opener and cork screw, razor blade drop, three adjustable glass 
shelves and one opal shelf. 

SPECIFICATIONS 

Number 905 

Mirror 12'xl6' 

Wall opening 14"x24% ff x33^* 

Overall 16"x26" 

Nos. 907 # 908 AND 909 

This model consists of a mirror fitted with keyhole slots for 
concealed hanging on the wall, a projecting glass shelf and a 
towel bar underneath the shelf. Suggested for the inexpensive 
hotel guest room and for the public washroom where the only 
storage space required is for comb and brush and a few toilet 
articles that may be set on the projecting glass shelf. The towel 
bar underneath the glass shelf is long enough to accommodate 
the towels required for this type of room. The frame around 
mirror is steel, white enameled. Made in three sizes. 

SPECIFICATIONS 



Number 


907 


908 


909 


Mirror 


12*xl6* 
1334 r x20^ ff 


14*xl8* 
15^'x22}i* 


16"x22' 

17M*x26J4" 


Overall 





No«. AS-110 — AS-410 




No. 905 




Nos. 907 
908 
909 
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MIAMI 

CHROMIUM BATHROOM ACCESSORIES 



A FEW years ago, the bathroom fitted with chromium 
plated accessories was the exception rather than the 
rule. Today, the picture is different. Chromium plated 
bathroom accessories have arrived — they are the rule 
rather than the exception. WHY? They are brilliantly 
beautiful. They match chromium plated fixtures. They 
add the final touch to today's bathroom. They are easier 
to install. Fitted with front flanges, they eliminate open 
joints. They will not crack or craze. They can be removed 



for replacement without damaging the finished wall. 

Miami Accessories illustrated on pages 32 and 33 are 
manufactured of selected brass, over which is applied, 
first, a thick coating of nickel, and then a covering of 
hard chromium — the "Everlasting Accessory." 

When ordering Miami Accessories, be sure and specify 
the type of bracket required by adding the prefix "L" to 
the model number for the lug type. Add the prefix "S" 
to the model number for screw-on type. 



PROJECTION TYPE ACCESSORIES 

All projection accessories illustrated on this page and the following page are furnished with "L" lug type 
brackets for installing fixtures permanently into the wall or the "S" screw-on type that fastens readily to 
practically any surface. The installing screws used with the "S" accessories are concealed by the front plate 
of the bracket. 






No. 5043 
Towel Hook 5* Projection 



No. 5011 

Double Robe Hook 



No. 5010 

Single Robe Hook 



No. 5042 
Razor Strop Hook 





No. 5005 Soap Dish 
No. 5006 Soap Dish with Drain Holes 



No. 5007 
Tumbler Holder 



No. 5008 
Tumbler and Toothbrush Holder 



No. 5009 

Toothbrush Holder 



RECESSED ACCESSORIES 



Accessories Nos. 6000, 6001, 6002, 6003 and 6004 are recessed 
models. They can be appropriately built into any style wall by 
making arrangements in advance for their installation. When in- 



stalled, they become a part of the wall itself. These recessed pieces 
may be had in the screw-on type or in the lug type. Wall opening 
on all recessed accessories 5 34" x overall size 634" x 6J4". 




MIAMI Chromium 




Bathroom Accessories 



PROJECTION TYPE ACCESSORIES 

TOWEL BARS 





OCTAGON CHROMIUM PLATED BARS — CHROME BRACKETS 
No. 5000 — K"x8" Octagon Grab Bar 
No. 5001 — K"xl8* Octagon Towel Bar 
No. 5002 — K"x24" Octagon Towel Bar 
No. 5003 — K"x30" Octagon Towel Bar 
No. 5004 — K"x36" Octagon Towel Bar 



SQUARE CRYSTAL GLASS TOWEL BARS — CHROME BRACKETS 
No. 5018 — ^"xl8" Square Glass Bar No. 5020 — J^*x30" Square Glass Bar 
No. 5019 — ^"x24" Square Glass Bar No. 5021 — ^"x36" Square Glass Bar 





SQUARE CHROMIUM PLATED BARS — CHROME BRACKETS 
No. 5022 — H"x8" Square Grab Bar 
No. 5023 — K"xl8" Square Towel Bar No. 5025 — ^*x30" Square Towel Bar 
No. 5024 — K"x24* Square Towel Bar No. 5026 — %"x36" Square Towel Bar 




No. 5017 — 8% "x25" Chromium Towel Shelf 



ROUND CRYSTAL GLASS TOWEL BARS — CHROME BRACKETS 
No. 5032 — K"xl8" Round Glass Bar No. 5033 — %"x2V Round Glass Bar 
No. 5034 — ^"x30" Bound Glass Bar 




BOUND CHROMIUM PLATED BARS — CHROME BRACKETS 
No. 5027 — K"x8" Round Grab Bar 
No. 5028 — ^"xl8" Bound Towel Bar No. 5030 — ^"x30" Round Towel Bar 
No. 5029 — K"x24" Bound Towel Bar No. 5031 — ^"x36" Round Towel Bar 



No. 5012 - 
No. 5013 



- Paper Holder with Chromium Roller 

- Paper Holder with Wood Roller 




No. 5044 — 3- Arm Swing Towel Rack, 12" Arms 




CRYSTAL GLASS SHELVES 
No. 5014 — K"x5"xl8" Glass Shelf — Chrome Brackets 
No. 5015 — %"x5"x24" Glass Shelf — Chrome Brackets 
No. 5016 — %"x5"x30" Glass Shelf — Chrome Brackets 
No. 5035 — A*x5*xl8* Glass Shelf — Chrome Brackets 
No. 5036 — A' , x5"x24" Glass Shelf — Chrome Brackets 
No. 5037 — A"x5"x30' / Glass Shelf — Chrome Brackets 



When ordering accessories, specify the type of bracket 
required by adding the prefix "L" to the model number 
for the lug type, or the prefix "S" to the model number for 
the screw-on type. 



INSTALLATION DETAILS OF MIAMI 




TYPE 

This detail 
shows the 
method of in- 
stalling fixture 
permanently into 
wall with cement. 
Available in all 
projecting styles 
shown in this 
i catalog. If 
wanted, add prefix "L" to fixture 
model number. 



All recessed fixtures 
which carry prefix "L" 
are so designed to 
"key" permanently 
into the wall with ce- 
ment or mortar. The 
Soap Holder and Grab 
Bar No. 6004 has the 
four cleats as shown. 
All other recess fixtures 
have two cleats — top and bottom. 

Recessed fixtures are also made in "S" type for at- 
taching to recess cut in wall, with screws or toggle bolts. 




ACCESSORIES 
!> TYPE 

m t-i .;.'/' This detail 

|l t * * / shows method of 

\ ;/ r \ >2 installing fixtures 
to the surface of 

' *i iHffl 1 tne wa ^ with 

/ screws or toggle 

■T^ 7 ' A i\ / bolts. Available 

. in all projecting 

♦ » styles shown in 

ffl.V*;V.V this catalog. If 

wanted, add prefix "S" to fixture 
model number. 



COLONIAL BATHROOM ACCESSORIES 



RECESSED TYPE ACCESSORIES 




No. 4023 
Tumbler Holder 



PRESENTING — in the very latest design — Miami-Carey 
COLONIAL Bathroom Accessories. 
Colonial accessories, in the designs illustrated on this and follow- 
ing pages, were designed for us by one of the nation's outstanding 
architects. 

The Colonial accessories are manufactured of "Zantac" metal, 
developed by the New Jersey Zinc Company, and now recognized 
to be the cleanest alloy of metals that can be found. There are 
practically no impurities in Zamac. It has great strength and shows 
no depreciation from age. It is non-corrosive and is used extensively 
in automobiles, electrical appliances, business machines and other 
equipment that must stand hard usage. 

Finish — Colonial accessories are triple coated. First, a heavy 
coating of pure copper plating. Second, a coating of nickel and, 
finally, a heavy coating of pure chromium. The result is the finest 
plating job yet offered the trade. 




No. 4022 
Soap Holder with 
Non-breakable Tray 



H im i! mui.m mjm 



No. 4020 
Paper Holder — Wood Roller 

No. 4021 
Paper Holder — Chrome Roller 




No. 4029 
Combination Soap Holder, 
Toothbrush Rack and Tumbler Holder 




No. 4024 
Soap Holder and Grab Bar with 
Non-breakable Tray 



All COLONIAL Recessed Accessories illustrated above have making arrangements in advance for their installation. Re- 
overall dimensions 6% H x6%". Wall openings 5%*x5}/2"x2". cessed accessories are available in either "S" (screw-on) type 
They can be appropriately built into any style wall by or "L" (lug) type. Specify Type required when ordering. 



PROJECTION TY 




No. 4013 

8 "JGrab Bar — Hexagon Design 




CRYSTAL GLASS SHELVES — CHROMIUM 
BRACKETS 
No. 4009 — A*x5"xl8" Glass Shelf 
No. 4010 — &"x$"x2V Glass Shelf 
No. 4012 — tV"x5"x30" Glass Shelf 



PE ACCESSORIES 




HEXAGON TOWEL BARS — CHROMIUM BARS 
AND BRACKETS 
No. 4014 — 18" Towel Bar No. 4016 — 30 ff Towel Bar 
No. 4015 — 24* Towel Bar No. 4017 — 36" Towel Bar 




No. 4006 — Paper Holder with Wood Roller 
No. 4007 — Paper Holder with Chrome Roller 
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MIAMI CABINET DIVISION 



COLONIAL BATHROOM ACCESSORIES 



PROJECTION TYPE ACCESSORIES 




No. 4000 
Open Type 
Tumbler Holder 





No. 4001 

Closed Type 
Tumbler Holder 



No. 4002 

Closed Type Combination 
Tumbler and Toothbrush Holder 





No. 4003 — Soap Dish 
No. 4004 
Soap Dish with Drain Holes 



No. 4005 
Toothbrush Holder 




No. 4008 

Single Robe Hook 




No. 4019 
Double Robe Hook 




No. 4026 

Projecting Soap and Grab 





No. 4011 

Door Stop 



Illustration at top left shows method of in- 
stalling "L" type accessories in the wall. 

The illustration at bottom left shows the 
method of attaching "S" type (which is the 
screw-on fixture) to the wall. 

When ordering projecting type acces- 
sories, it is not necessary to specify "L" or 
"S" type. We furnish both the "L" and "S" 
type installing plates with each projecting 
accessory. You may use whichever plate 
meets your installation requirements. 

Only Miami-Carey furnishes this service. 




No. 4027 

Projecting Soap and Grab 
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CASCADE 

BATHROOM ACCESSORIES 



FINISH 

Cascade Accessories are triple plated. First with pure copper, then 
nickel and finally with a heavy deposit of hard chrome. This method 
produces a brilliant, durable finish that resists wear and retains its 
beautiful lustre. Wipe with a dry cloth to clean — no polish required. 

Cascade projection type accessories are regularly furnished with 
chrome plated wood screws for attaching to the wall. 

Toggle bolts can be furnished if required. See price list. 

Special Cement Lug — Any Cascade projection type accessories 
can be furnished with a special lug so that they can be installed, by 
keying, into a cement wall. Nominal extra charge for lug. See price 
list. NOTE: Specify "L" type when lug is wanted. 



MATERIAL 
SPECIFICATIONS 

Cascade recessed type accessories are 
drawn from seamless brass. The towel 
bars, except the wall brackets, are all 
manufactured of brass. 

Cascade projecting type accessories are 
actual castings made of Zantac metal. 
Zamac is the purest, cleanest and one of 
the strongest metals used in the manufac- 
ture of automobile and furniture hard- 
ware. 



RECESSED TYPE ACCESSORIES 



Cascade Accessories — a complete assortment of 
genuine chromium plated bathroom accessories in the 
oval design — ever new and ever pleasing. 

Cascade Accessories are not intended to take the 
place of Miami all-brass accessories (manufactured of 
the most expensive materials for installation in the 
high-priced home and apartment) or Colonial Acces- 
sories (priced to meet the requirements of the average 
American home). Cascade Accessories are appropriate 



for the modest home where cost must be considered 
and quality is desired. 

Do not confuse the Cascade Line of accessories with 
the many cheap stamped and wire accessories on the 
market. Cascade Accessories have strength and an 
everlasting finish. 



Wall opening — Nos. 7029, 7028 and 7030 is 4M"x4}4"x2 i ' 

Wall opening — Nos. 7026 and 7027 is 5^*x5J 4"x2" 




No. 7030 — SOAP HOLDER 
AND GRAB BAR 
(With Unbreakable, 
Transparent Tray) 




No. 7026— 
PAPER HOLDER 
(With Wood Roller) 



No. 7027— 
PAPER HOLDER 
(With Chrome Roller) 




No. 7029— 
TUMBLER HOLDER 



No. 7028— 
SOAP HOLDER 

(Unbreakable, 
Transparent Tray) 




i 
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No. 7000 

Toothbrush and Tumbler Holder 





No. 7001 — Soap Dish 
No. 7002 — Soap Dish (With Drain Holes) 





No. 7007 
Door Stop with Rubber Bumper 



No. 7025 — ATTACHABLE TYPE TOWEL BAR 

Fits most any sink or lavatory. Regular size is 14 
inches long — can be furnished in various lengths. 
Attaches in a few minutes. Cast Brackets — W 
Square Bar. 



No. 7003 
Toothbrush Holder (5 openings) 



CASCADE BATHROOM ACCESSORIES 




No. 7009 — 24 "x5" Crystal Glass Shelf (Complete) 
No. 7004 — Paper Holder (Wood Roller) No . 7010 _ 30 » x5 » Crystal Glass Shelf (Complete) 

No. 7005 — Paper Holder (Chrome Roller) 




No. 7032 — Projecting Paper Holder 




TOWEL BARS — ] 
No. 7011 
No. 7012 
No. 7013 



OVAL PATTERN — CAST BRACKETS 
8" Long Grab Bar (Complete) 
18" Long Towel Bar (Complete) 
24" Long Towel Bar (Complete) 
No. 7014 — 30 " Long Towel Bar (Complete) 
No. 7015 — 36" Long Towel Bar (Complete) 




ONE-PIECE TOWEL BARS— y 2 " SQUARE PATTERN — BRASS ONE-PIECE TOWEL BARS— ROUND PATTERN — BRASS 
No. 7016 — 12" Long Towel Bar (Complete) No. 7020 — 12" Long Towel Bar (Complete) 

No. 7017 — 18" Long Towel Bar (Complete) No. 7021 — 18" Long Towel Bar (Complete) 

No. 7018 — 24" Long Towel Bar (Complete) No. 7023 — 24" Long Towel Bar (Complete) 

No. 7019 — 30" Long Towel Bar (Complete) No. 7024 — 30" Long Towel Bar (Complete) 
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ACCESS DOORS 



The above illustration shows access door 
open, exposing "back out" type cam lock; 
fixed and operative pivot; frame with plaster 
key flange "A" and reinforced corners. 



HINGED DOOR TYPE 

Carey Hinged Access Doors permit quick, easy access to pipes, 
plumbing valves, air shafts, electric wiring, etc. They come as a unit, 
ready to place in wall or ceiling without special framework or bucks. 
Frames are of sixteen (16) U. S. gauge galvanized steel, reinforced at 
corners and with perforated key or fastening flanges for plastered 
surfaces. Frames may also be had for walls faced with marble or tile 
or for masonry walls requiring face flange only. Lids are of fourteen 
(14) gauge, stretcher leveled steel and are equipped with fixed and 
operative pivot, as well as cam lock, which automatically backs lid 
from frame when the exposed, flush screw head bolt in door, is turned. 

Carey Access Doors fit flush with wall surface and may be papered 
or decorated over. They receive a shop coat of enamel baked on before 
leaving factory. 

SPECIFICATIONS 




Number 


Panel Size 


Wall Opening 


Weight 


711 
1216 
1418 
1824 
1830 


7^*xllJ^* 

14J^*xl8^» 
18^'x24}^' 
!Sy 2 'xZ0y 2 " 


8"xl2' 
13'xl7' 
15*xl9* 
19"x25 r 
19*x31' 


6 lbs. 
10 lbs. 
14 lbs. 
25 lbs. 
30 lbs. 



Type "A" plaster 
key flange for all 
types of walls faced 
with plaster. 



Type "B" key 
flange set back from 
face of panel for tile 
or marble-faced 
walls. 



Type "C" has one 
inch face flange; 
only for glazed brick 
or unfinished mason- 
ry walls. 



Carey Access Doors with "A" type flange for 
plastered walls are carried in stock ready for im- 
mediate shipment. Access Doors for marble and tile 
faced walls and plain flanged type ("C") are carried 
knocked down and require a few days for assembly. 
When ordering be sure to designate type flange (A, 
B or C) wanted. When not specifically mentioned 
"A" type will be furnished. 




Illustration shows 
cover removed 
from frame. Screws 
at top and bottom 
hold cover in po- 
sition. ' 



SCREW DOOR TYPE 

The frames are heavy gauge Armco autobody steel. All corners 
are reinforced. Frames are fitted with plaster hooks. They may also 
be nailed or screwed to wood studs. 

The door is 14-gauge Armco autobody steel. Door fits snugly against 
inside sill of the frame. The edges of the frame and door are flush with 
plaster. Doors can be covered with wallpaper or painted so as to be 
almost invisible. A screw driver is the only tool needed to open the 
door. The removable door can then be put aside out of the way of men 
working. 

When ordering, state whether doors are to be set in plaster faced 
walls or in walls faced with marble or tile. Flange depths are set back 
for tile or marble walls. 

SPECIFICATIONS 



Number 


Panel Size 


Wall Opening 


Weight 


812 


uy 2 'x\ny 2 ' 
i$y 2 'x24y 2 * 
i8y 2 'xzoy 2 » 


8*xl2" 
13'xl7* 
15'xl9* 
19'x25* 
19'x31 r 


6 lbs. 
12 lbs. 
16 lbs. 
19 lbs. 
25 lbs. 


1317 


1519 


1925 


1931 
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MIAMI WALL HUNG MIRRORS 



• The mirrors illustrated on this page 
are for hanging on surface of wall above 
lavatory or wherever a mirror is required. 

Thousands of Miami mirrors are in- 
stalled in public washrooms, in schools, 
clubs, office buildings, theatres, railroad 
stations, hospitals, hotels and steam- 
ships. The S. S. Manhattan and the 
S. S. George Washington, of the U. S. 
Line, are completely equipped with 
Miami-made mirrors. 

There is a Miami mirror for every 
purpose. If the mirrors and sizes illus- 
trated on this page do not meet your 
requirements, send complete details to 
our home office. 

STEEL FRAMED MIRRORS 

Nos. 1-N, 2-N and 3-N (top right) are 
steel framed, the frame finished in first 
quality white baked enamel. 

Frames may be had in special color 
if desired. Beveled and plain mirrors are 
available. 

SPECIFICATIONS 



Number 


Mirror 


Overall 


1-N 


16"x22" 
iVxW" 
12"xl6" 
12"xl8" 
14"x20" 
16"x20 ff 
16"x22" 
18"x24" 
20"x28" 


17J4"x23M" 

15J4"xl9M" 
13^"xl7^ ff 
12^"xlW 
14^"x2(W 
16^"x20^" 
16^"x22^ ff 
1Wx24^" 
20^"x28^" 


2-N 


3-N 


10 


11 


12 


13 


14 


15 



-3 — 



_L 



Diagram No. 1 — Concealed Hanging Device 
for Mirrors not fitted with Theft-proof Device. 



CHROME FRAMED MIRRORS 

Illustrated below is a plain plate mirror 
set in a brass, chromium plated frame, 
channel type. The back behind the 
mirror is Armco galvanized steel. The 
mirror frame is iV'xl^''xiV'. 



The mirrors illustrated on this page 
are No. 1 genuine plate glass, in accord- 
ance with U. S. Commercial Standard 
CS-27-36, copper prolecied non-electro- 
lytically, guaranteed for five years 
against silver spoilage. 

Electrolytically copper backed mirrors 
are available when desired. Prices on 
application. 

All mirrors illustrated 
are fitted with keyhole 
slots for concealed hanging 
on the wall. See diagram 
No. 1. 

Mirrors fitted with brass 
angle frame and theft- 
proof device are available 
in the sizes listed under 
specifications. Prices on re- 
quest. 

See diagram No. 2 of 
theft-proof device and 
hanging method used on 
angle frame mirrors. 




Nos. 1-N, 2-N, 3-N 




Chrome Framed Mirrors — Nos. 10, 11, 12, 13, 14, 15 





Diagram No. 2 — Wall Mirror with Theft-proof Device. 
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A PARTIAL LIST OF MIAMI-CAREY DISTRIBUTORS 



Miami-Carey products may be purchased from recognized 
jobbers of plumbing supplies, millwork, hardware, and from 
lumber and building material dealers and tile dealers. 



The following is a partial list of Miami-Carey offices, salesmen 
and distributors. For additional names and addresses, write to us 
at Middletown, Ohio. 



ALABAMA 

Birmingham, The Philip Carey Mfg. Co., A. H. Barranger, P.O. Box 1822 

Monroe Brewlon, P.O. Box 1814 
Birmingham Sash & Door Co., 9th Ave. & 28th St. 
Selma, The Philip Carey Mfg. Co., T. L. McDonald, P.O. Box 328 

ARKANSAS 

Little Rock, The Philip Carey Mfg. Co., C. Brasher, 4th & Magnolia St*. 
CALIFORNIA 

Los Angeles, The Philip Carey Mfg. Co., 350 So. Anderson St. 
San Francisco, Van Arsdale-Harris Co., 5th & Brannan Sts. 

CANADA 

Walkerville, Ontario, Ladore & Co., Ltd., Walker Power Building 
COLORADO 

Denver, The Philip Carey Mfg. Co., C. V. Oglevie, 3343 Walnut St. 

CONNECTICUT 

New Haven, Brockway, Smith, Haigh, Lovell Co., P.O. Box 133 

DISTRICT OF COLUMBIA 

Washington. Floyd Koontz, 1427 Eye St., N. W. 
FLORIDA 

Gainesville, John H. Steadham, 707 West Boundary St. 
Jacksonville, The Philip Carey Mfg. Co., A. P. Chalifoux, P.O. Box 2347 
Miami, C. O. Pancoast, 164 N. W. 20th St. 

Tampa, The Philip Carey Mfg. Co., W. L. Johanessen, P.O. Box 788 
GEORGIA 

Albany, The Philip Carey Mfg. Co., C. E. Graves, P.O. Box 350 
Atlanta, The Philip Carey Mfg. Co., 666 Greenwood Ave., N. E. 

ILLINOIS 

Chicago, The Philip Carey Mfg. Co., 4512 Fillmore St. 

East St. Louis, The Philip Carey Mfg. Co., G. Maddox, 124 St. Clair St. 

Joliet, The Philip Carey Mfg. Co., R. S. Price, 407 Gardner St. 

INDIANA 

Indianapolis, The Philip Carey Mfg. Co., 1111 E. 19th St. 

IOWA 

Davenport, The Philip Carey Mfg. Co., E. D. Smith, 2108 Eastern Ave. 

KANSAS 

Wichita, United Sash & Door Co. 

J. B. Anchors, 351 North Main St. 

KENTUCKY 

Louisville, The Philip Carey Mfg. Co., 1032 South 8th St. 
LOUISIANA 

New Orleans, The Philip Carey Mfg. Co., A. J. Montgomery, P.O. Box 723 
MAINE 

Portland, Brockway, Smith, Haigh, Lovell Co. 
MARYLAND 

Baltimore, The Philip Carey Mfg. Co., 1400 Moreland Avenue 

MASSACHUSETTS 

Boston, Brockway, Smith, Haigh, Lovell Co., 465 Medford St. 
Springfield, Brockway, Smith, Haigh, Lovell Co. 

MICHIGAN 

Detroit, Ray T. Lyons, 2457 Woodward Ave. 

Grand Rapids, The Philip Carey Mfg. Co., L. H. Fuqua, 420 Paris A ve., S. E. 
MINNESOTA 

Minneapolis, The Philip Carey Mfg. Co., A. L. Bussell, 251 Plymouth 
Bldg. 

MISSOURI 

Kansas City, Kelley Asbestos Products Co., 2028 Grand Ave. 

Fred B. Kennedy, 1414 McGee St. 
St. Louis, The Philip Carey Mfg. Co., 4165 Duncan Ave. 

MONTANA 

Butte, Archie W. Adams, 618 Metals Bank Bldg. 



NEW YORK 

Binghamton, A. Boherson & Son 

Buffalo. The Philip Carey Mf K . Co., 155 Erie St. 

Dohn Ficher & Co., 1330 Niagara St. 
New York City, The Philip Carey Mfg. Co.. 60 East 42nd St. 
Rochester, S. A. Spencer, 135 Spring St. 

The Philip Carey Mfg. Co., 201 Mt. Hope Ave. 
Syracuse, Alexander Grant's Sons, 119 K. Washington St. 

NORTH CAROLINA 

Charlotte, The Philip Carey Mfg. Co., 1429 Bryant St. 
A. L. Simpson & Son, P.O. Box 1672 

NORTH DAKOTA 

Philip Carey Mfg. Co., 251 Plymouth Bldg., Minneapolis, Minn. 

OHIO 

Akron, Hardware & Supply Co., 475 High St. 
Ashtabula, The Carey Co., 630 W. 32nd St. 
Canton, The Carey Company, 1704 11th St., S. W. 
Cincinnati, The Philip Carey Mfg. Co., 408 Comrnerniiil Square 
Cleveland, The Carey Co., 5906 Euclid Ave. 

Porter Building .Equipment Co., 6505 Euclid Ave. 
Columbus, The Philip Carey Mfg. Co., 100 W. Spring St. 
Dayton, The Philip Carey Mfg. Co., 86 Weakley St. 
Elyria, The Carey Co., 365 E. Bridge St. 
Lima, The Carey Co., 300 E. Wayne St. 
Mansfield, The Carey Co., 29 Distl Ave. 
Sandusky, The Carey Co., 305 W. Water St. 
Toledo, Swan Creek Lumber Co., 226 City Park Ave. 
Youngstown, The Carey Co., 586 Mahoning Ave. 

OKLAHOMA 

Tulsa, L. T. Devero, 402 North Boston Ave. 
OREGON 

Portland, McCracken Ripley Co., 2221 North Alhina 
PENNSYLVAM V 

Erie, The Carey Co., 801 E. 6th St. 
Harrisburg, C. H. Hershock, 1513 N. Cameron 
Philadelphia, The Philip Carey Mfg. Co., 24th & Sedgley Sts. 

F. H. Hammett, 401 North Broad St. 
Pittsburgh, The Philip Carey Mfg. Co., Corliss Station 

L. A. Rust, 142 Gulf Building 
Wilkes-Barre, William H. Pierce, 402 Bennett Bldg. 

SOUTH DAKOTA 

The Philip Carey Mfg. Co., 
TENNESSEE 



251 Plymouth Bldg., Minneapolis, Minn. 



Chattanooga, The Philip Carey Mfg. Co., 212 Volunteer Slate Life Bldg. 
Knoxville. A. G. Heins Co., 116 Heins St. 

Memphis, The Philip Carey Mfg. Co., Virgil Goheen, 715 Holly St. 
Nashville, The Philip Carey Mfg. Co., P. K. Sutherland, MO Chestnut St. 
Keith Simmons Hardware Co. 

TEXAS 

Austin, The Walter Tips Co. 

Dallas, The Philip Carey Mfg. Co., 2220 So. Harwood 
VIRGINIA 

Norfolk. The Philip Carey Mfg. Co., 23rd & Grunhy Sts. 

Richmond, The Philip Carey Mfg. Co., P.O. Box 1140 

Roanoke, The Philip Carey Mfg. Co., E. D. Brown, P.O. Box 1942 

W VSHINGTON 

Seattle, The Philip Carey Mfg. Co., 820 Fuirview Place 
Spokane, Jensen Byrd Co., 314 Riverside Ave. 

WEST VIRGINIA 

Charleston, The Philip Carey Mfg. Co., Virginian Land Bank Bldg. 
Wheeling, The Philip Carey Mfg. Co., Chapline & 18th St. 

WISCONSIN 

Madison, The Philip Carey Mfg. Co., H. J. Demon, P.O. Box 222, 
Middleton, Wise. 

Milwaukee, The Philip Carey Mfg. Co., 3430 West Forest Home Ave. 

II L Broan, 534 N. Jackson 
Wausau, The Philip Carey Mfg. Co., Felix Jung, 119 Grand Ave. 



Warehouse stocks are carried in New York City, N. Y.; Philadelphia, Pittsburgh and Harrisburg, Pa.; New Haven, Conn.; Boston, Mass.; Washington, 
D. C; Birmingham, Ala.; St. Louis, Mo.; Milwaukee, Wise; Miami, Fla.; Denver, Colo.; Cincinnati, Cleveland, Dayton, Columbus, Akron, Toledo, 
Elyria, Lima, Mansfield and Youngstown, Ohio; Indianapolis, Ind.; Seattle, Wash.; Norfolk and Richmond, Va.; Chicago, 111.; Louisville, Ky.; 

Baltimore, Md.; Minneapolis, Minn.; Atlanta, Ga.; Buffalo, N. Y.; Detroit, Mich. 

Printed in U. S. A. 
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A PARTIAL LIST OF MIAMI-CAREY DISTRIBUTORS 



Miami-Carey products may be purchased from recognized 
jobbers of plumbing supplies, millwork, hardware, and from 
lumber and building material dealers and tile dealers. 



The following is a partial list of Miami-Carey ofliees, salesmen 
and distributors. For additional names and addresses, write to us 
at Middletown, Ohio. 



ALABAMA 

Birmingham, The Philip Carey Mfg. Co., A. H. B arranger, P.O. Box 1822 



NEW YORK 

Binshamton, A. Roberson & Son 
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